WSA Project 

Time Point 

Milestone 

Change 

1152 

5/01 

SOP: acetonitrile 

please cancel, method will be 
developed by Covance 

1131 

10/01 

SOP: malondialdehyde 

please cancel, method not be 
established (discussion with Wolf 
and Roger) 

1193 

12/01 

SOP:paraoxonase 

spelling mistake: right spelling is 
paraoxonase 
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